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14.1 - Introduction to Electromagnetic Induction 
class="introduction" 


These wind 
turbines in 
the Thames 
Estuary in 
the UK are 
an example 
of induction 
at work. 
Wind 
pushes the 
blades of 
the turbine, 
spinning a 
shaft 
attached to 
magnets. 
The 
magnets 
spin around 
a conductive 
coil, 
inducing an 
electric 
current in 
the coil, and 
eventually 
feeding the 
electrical 
grid. (credit: 
modificatio 
n of work 
by Petr 
Kratochvil) 


Nature’s displays of symmetry are beautiful and alluring. A butterfly’s 
wings exhibit an appealing symmetry in a complex system. (See [link].) 
The laws of physics display symmetries at the most basic level—these 
symmetries are a source of wonder and imply deeper meaning. Since we 
place a high value on symmetry, we look for it when we explore nature. The 


remarkable thing is that we find it. 
= ae wy ua rite : in 


- 


Physics, like this 
butterfly, has inherent 
symmetries. (credit: 
Thomas Bresson) 


The hint of symmetry between electricity and magnetism found in the 
preceding chapter will be elaborated upon in this chapter. Specifically, we 


know that a current creates a magnetic field. If nature is symmetric here, 
then perhaps a magnetic field can create a current. The Hall effect is a 
voltage caused by a magnetic force. That voltage could drive a current. 
Historically, it was very shortly after Oersted discovered currents cause 
magnetic fields that other scientists asked the following question: Can 
magnetic fields cause currents? The answer was soon found by experiment 
to be yes. In 1831, some 12 years after Oersted’s discovery, the English 
scientist Michael Faraday (1791-1862) and the American scientist Joseph 
Henry (1797-1878) independently demonstrated that magnetic fields can 
produce currents. The basic process of generating emfs (electromotive 
force) and, hence, currents with magnetic fields is known as induction; this 
process is also called magnetic induction to distinguish it from charging by 
induction, which utilizes the Coulomb force. 


Today, currents induced by magnetic fields are essential to our 
technological society. The ubiquitous generator—found in automobiles, on 
bicycles, in nuclear power plants, and so on—uses magnetism to generate 
current. Other devices that use magnetism to induce currents include pickup 
coils in electric guitars, transformers of every size, certain microphones, 
airport security gates, and damping mechanisms on sensitive chemical 
balances. Not so familiar perhaps, but important nevertheless, is that the 
behavior of AC circuits depends strongly on the effect of magnetic fields on 
currents. 


Glossary 


induction 
(magnetic induction) the creation of emfs and hence currents by 
magnetic fields 


14.2 - Induced Emf and Magnetic Flux 


¢ Calculate the flux of a uniform magnetic field through a loop of 
arbitrary orientation. 

¢ Describe methods to produce an electromotive force (emf) with a 
magnetic field or magnet and a loop of wire. 


The apparatus used by Faraday to demonstrate that magnetic fields can 
create currents is illustrated in [link]. When the switch is closed, a magnetic 
field is produced in the coil on the top part of the iron ring and transmitted 
to the coil on the bottom part of the ring. The galvanometer is used to detect 
any current induced in the coil on the bottom. It was found that each time 
the switch is closed, the galvanometer detects a current in one direction in 
the coil on the bottom. (You can also observe this in a physics lab.) Each 
time the switch is opened, the galvanometer detects a current in the opposite 
direction. Interestingly, if the switch remains closed or open for any length 
of time, there is no current through the galvanometer. Closing and opening 
the switch induces the current. It is the change in magnetic field that creates 
the current. More basic than the current that flows is the emfthat causes it. 


The current is a result of an emf induced by a changing magnetic field, 


whether or not there is a path for current to flow. 
Galvanometer 


Faraday’s apparatus for demonstrating that a 
magnetic field can produce a current. A 
change in the field produced by the top coil 
induces an emf and, hence, a current in the 
bottom coil. When the switch is opened and 
closed, the galvanometer registers currents 
in opposite directions. No current flows 


through the galvanometer when the switch 
remains closed or open. 


An experiment easily performed and often done in physics labs is illustrated 
in [link]. An emf is induced in the coil when a bar magnet is pushed in and 
out of it. Emfs of opposite signs are produced by motion in opposite 
directions, and the emfs are also reversed by reversing poles. The same 
results are produced if the coil is moved rather than the magnet—it is the 
relative motion that is important. The faster the motion, the greater the emf, 


and there is no emf when the magnet is stationary relative to the coil. 
Galvanometer 


(a) (b) (c) (d) (e) 


Movement of a magnet relative to a coil produces emfs as 
shown. The same emfs are produced if the coil is moved 
relative to the magnet. The greater the speed, the greater the 
magnitude of the emf, and the emf is zero when there is no 
motion. 


The method of inducing an emf used in most electric generators is shown in 
[link]. A coil is rotated in a magnetic field, producing an alternating current 
emf, which depends on rotation rate and other factors that will be explored 
in later sections. Note that the generator is remarkably similar in 
construction to a motor (another symmetry). 


Carbon 
brush Carbon 


brush 


Coil rotated by 
mechanical means 


Rotation of a coil ina 
magnetic field produces 
an emf. This is the basic 

construction of a 
generator, where work 
done to turn the coil is 

converted to electric 
energy. Note the 
generator is very similar 
in construction to a 
motor. 


So we see that changing the magnitude or direction of a magnetic field 
produces an emf. Experiments revealed that there is a crucial quantity 
called the magnetic flux, & , given by 


Equation: 


@ = BA cos 8, 


where B is the magnetic field strength over an area A, at an angle 6 with 
the perpendicular to the area as shown in [link]. Any change in magnetic 
flux ¢ induces an emf. This process is defined to be electromagnetic 
induction. Units of magnetic flux & are T - m?. As seen in [link], 

B cos 6 = B,, which is the component of B perpendicular to the area A. 
Thus magnetic flux is 6 = B, A, the product of the area and the 


component of the magnetic field perpendicular to it. 
Normal to A 


@® = BAcosd=B,A 


Magnetic flux @ is 
related to the magnetic 
field and the area over 

which it exists. The 
flux 6 = BA cos @ is 

related to induction; 
any change in 
induces an emf. 


All induction, including the examples given so far, arises from some change 
in magnetic flux ®. For example, Faraday changed B and hence & when 
opening and closing the switch in his apparatus (shown in [link]). This is 
also true for the bar magnet and coil shown in [link]. When rotating the coil 
of a generator, the angle 0 and, hence, & is changed. Just how great an emf 
and what direction it takes depend on the change in @ and how rapidly the 
change is made, as examined in the next section. 


Section Summary 


e The crucial quantity in induction is magnetic flux #, defined to be 
@® = BA cos @, where B is the magnetic field strength over an area A 
at an angle 6 with the perpendicular to the area. 

e Units of magnetic flux $ are T - m?. 

e Any change in magnetic flux induces an emf—the process is defined 
to be electromagnetic induction. 


Conceptual Questions 


Exercise: 


Problem: 


Is an emf induced in the coil in [link] when it is stretched? If so, state 
why and give the direction of the induced current. 


® 8 @ &B, ®@ 


A circular coil of wire is stretched in a magnetic 
field. 


Glossary 


magnetic flux 
the amount of magnetic field going through a particular area, 
calculated with 6 = BA cos 6 where B is the magnetic field strength 
over an area A at an angle 6 with the perpendicular to the area 


electromagnetic induction 
the process of inducing an emf (voltage) with a change in magnetic 
flux 


14.3 - Faraday’s Law of Induction: Lenz’s Law 


¢ Calculate emf, current, and magnetic fields using Faraday’s Law. 
e Explain the physical results of Lenz’s Law 


Faraday’s and Lenz’s Law 


Faraday’s experiments showed that the emf induced by a change in 
magnetic flux depends on only a few factors. First, emf is directly 
proportional to the change in flux A®. Second, emf is greatest when the 
change in time At is smallest—that is, emf is inversely proportional to At. 
Finally, if a coil has NV turns, an emf will be produced that is NV times 
greater than for a single coil, so that emf is directly proportional to V. The 
equation for the emf induced by a change in magnetic flux is 

Equation: 


A@ 
f=... 
as At 


This relationship is known as Faraday’s law of induction. The units for 
emf are volts, as is usual. 


The minus sign in Faraday’s law of induction is very important. The minus 
means that the emf creates a current I and magnetic field B that oppose the 
change in flux A&—this is known as Lenz’s law. The direction (given by 
the minus sign) of the emfis so important that it is called Lenz’s law after 
the Russian Heinrich Lenz (1804—1865), who, like Faraday and 
Henry,independently investigated aspects of induction. Faraday was aware 
of the direction, but Lenz stated it so clearly that he is credited for its 
discovery. (See [link].) 


(a) 


(b) 


(a) When this bar magnet is thrust into 
the coil, the strength of the magnetic field 
increases in the coil. The current induced 

in the coil creates another field, in the 
opposite direction of the bar magnet’s to 
oppose the increase. This is one aspect of 

Lenz’s law—induction opposes any 
change in flux. (b) and (c) are two other 
situations. Verify for yourself that the 
direction of the induced B,oi; shown 
indeed opposes the change in flux and 
that the current direction shown is 
consistent with RHR-2. 


Note: 
Problem-Solving Strategy for Lenz’s Law 


To use Lenz’s law to determine the directions of the induced magnetic 
fields, currents, and emfs: 


1. Make a sketch of the situation for use in visualizing and recording 
directions. 

2. Determine the direction of the magnetic field B. 

3. Determine whether the flux is increasing or decreasing. 

4. Now determine the direction of the induced magnetic field B. It 
opposes the change in flux by adding or subtracting from the original 
field. 

5. Use RHR-2 to determine the direction of the induced current I that is 
responsible for the induced magnetic field B. 

6. The direction (or polarity) of the induced emf will now drive a current 
in this direction and can be represented as current emerging from the 
positive terminal of the emf and returning to its negative terminal. 


For practice, apply these steps to the situations shown in [link] and to others 
that are part of the following text material. 


Applications of Electromagnetic Induction 


There are many applications of Faraday’s Law of induction, as we will 
explore in this chapter and others. At this juncture, let us mention several 
that have to do with data storage and magnetic fields. A very important 
application has to do with audio and video recording tapes. A plastic tape, 
coated with iron oxide, moves past a recording head. This recording head is 
basically a round iron ring about which is wrapped a coil of wire—an 
electromagnet ((link]). A signal in the form of a varying input current from 
a microphone or camera goes to the recording head. These signals (which 
are a function of the signal amplitude and frequency) produce varying 
magnetic fields at the recording head. As the tape moves past the recording 
head, the magnetic field orientations of the iron oxide molecules on the tape 
are changed thus recording the signal. In the playback mode, the 
magnetized tape is run past another head, similar in structure to the 
recording head. The different magnetic field orientations of the iron oxide 
molecules on the tape induces an emf in the coil of wire in the playback 
head. This signal then is sent to a loudspeaker or video player. 


Recording and playback 
heads used with audio 
and video magnetic tapes. 
(credit: Steve Jurvetson) 


Similar principles apply to computer hard drives, except at a much faster 
rate. Here recordings are on a coated, spinning disk. Read heads historically 
were made to work on the principle of induction. However, the input 
information is carried in digital rather than analog form — a series of 0’s or 
1’s are written upon the spinning hard drive. Today, most hard drive readout 
devices do not work on the principle of induction, but use a technique 
known as giant magnetoresistance. (The discovery that weak changes in a 
magnetic field in a thin film of iron and chromium could bring about much 
larger changes in electrical resistance was one of the first large successes of 
nanotechnology.) Another application of induction is found on the magnetic 
stripe on the back of your personal credit card as used at the grocery store 
or the ATM machine. This works on the same principle as the audio or 
video tape mentioned in the last paragraph in which a head reads personal 
information from your card. 


Another application of electromagnetic induction is when electrical signals 
need to be transmitted across a barrier. Consider the cochlear implant 
shown below. Sound is picked up by a microphone on the outside of the 
skull and is used to set up a varying magnetic field. A current is induced in 
a receiver secured in the bone beneath the skin and transmitted to electrodes 
in the inner ear. Electromagnetic induction can be used in other instances 
where electric signals need to be conveyed across various media. 


Electromagnetic 
induction used in 


transmitting 
electric currents 
across mediums. 
The device on the 
baby’s head 
induces an 
electrical current in 
a receiver secured 
in the bone beneath 
the skin. (credit: 
Bjorn Knetsch) 


Another contemporary area of research in which electromagnetic induction 
is being successfully implemented (and with substantial potential) is 
transcranial magnetic simulation. A host of disorders, including depression 
and hallucinations can be traced to irregular localized electrical activity in 
the brain. In transcranial magnetic stimulation, a rapidly varying and very 
localized magnetic field is placed close to certain sites identified in the 
brain. Weak electric currents are induced in the identified sites and can 
result in recovery of electrical functioning in the brain tissue. 


Sleep apnea (“the cessation of breath”) affects both adults and infants 
(especially premature babies and it may be a cause of sudden infant deaths 
[SID]). In such individuals, breath can stop repeatedly during their sleep. A 
cessation of more than 20 seconds can be very dangerous. Stroke, heart 
failure, and tiredness are just some of the possible consequences for a 


person having sleep apnea. The concern in infants is the stopping of breath 
for these longer times. One type of monitor to alert parents when a child is 
not breathing uses electromagnetic induction. A wire wrapped around the 
infant’s chest has an alternating current running through it. The expansion 
and contraction of the infant’s chest as the infant breathes changes the area 
through the coil. A pickup coil located nearby has an alternating current 
induced in it due to the changing magnetic field of the initial wire. If the 
child stops breathing, there will be a change in the induced current, and so a 
parent can be alerted. 


Note: 

Making Connections: Conservation of Energy 

Lenz’s law is a manifestation of the conservation of energy. The induced 
emf produces a current that opposes the change in flux, because a change 
in flux means a change in energy. Energy can enter or leave, but not 
instantaneously. Lenz’s law is a consequence. As the change begins, the 
law says induction opposes and, thus, slows the change. In fact, if the 
induced emf were in the same direction as the change in flux, there would 
be a positive feedback that would give us free energy from no apparent 
source—conservation of energy would be violated. 


Example: 

Calculating Emf: How Great Is the Induced Emf? 

Calculate the magnitude of the induced emf when the magnet in [link](a) is 
thrust into the coil, given the following information: the single loop coil 
has a radius of 6.00 cm and the average value of B cos 6 (this is given, 
since the bar magnet’s field is complex) increases from 0.0500 T to 0.250 
T in 0.100 s. 


Strategy 
To find the magnitude of emf, we use Faraday’s law of induction as stated 
by emf = —N a but without the minus sign that indicates direction: 


Equation: 


A®@ 
emf — N ee 
Solution 
We are given that N = 1 and At = 0.100 s, but we must determine the 
change in flux A® before we can find emf. Since the area of the loop is 
fixed, we see that 
Equation: 


Aé = A(BA cos 0) = AA(B cos 6 ). 


Now A(B cos 0) = 0.200 T, since it was given that B cos 6 changes 
from 0.0500 to 0.250 T. The area of the loop is 

Aer OA) (060 ams le lig 110. re ahiniss 
Equation: 


A@ = (1.13 x 10°? m”)(0.200 T ). 


Entering the determined values into the expression for emf gives 
Equation: 


—2_ 2 
el poe = (OU) pe 
At 0.100 s 


Discussion 

While this is an easily measured voltage, it is certainly not large enough for 
most practical applications. More loops in the coil, a stronger magnet, and 
faster movement make induction the practical source of voltages that it is. 


Note: 

PhET Explorations: Faraday's Electromagnetic Lab 

Play with a bar magnet and coils to learn about Faraday's law. Move a bar 
magnet near one or two coils to make a light bulb glow. View the magnetic 
field lines. A meter shows the direction and magnitude of the current. View 
the magnetic field lines or use a meter to show the direction and magnitude 


of the current. You can also play with electromagnets, generators and 
transformers! 


Faraday's 
Electromagneti 
c Lab 


Section Summary 


¢ Faraday’s law of induction states that the emfinduced by a change in 
magnetic flux is 
Equation: 


A®@ 
emf = —N—— 
At 
when flux changes by A@ ina time At. 
e If emf is induced in a coil, N is its number of turns. 
e The minus sign means that the emf creates a current J and magnetic 


field B that oppose the change in flux A& —this opposition is known 
as Lenz’s law. 


Conceptual Questions 


Exercise: 


Problem: 


A particle accelerator sends high-velocity charged particles down an 
evacuated pipe. Explain how a coil of wire wrapped around the pipe 
could detect the passage of individual particles. Sketch a graph of the 
voltage output of the coil as a single particle passes through it. 


Problems & Exercises 


Exercise: 
Problem: 
Referring to [link](a), what is the direction of the current induced in 
coil 2: (a) If the current in coil 1 increases? (b) If the current in coil 1 


decreases? (c) If the current in coil 1 is constant? Explicitly show how 
you follow the steps in the Problem-Solving Strategy for Lenz's Law. 


OO lo 


Coil 1 Coil 2 Wire Coil 
(a) 


(a) The coils lie in the same plane. (b) The 
wire is in the plane of the coil 


Solution: 
(a) CCW 
(b) CW 


(c) No current induced 


Exercise: 


Problem: 


Referring to [link](b), what is the direction of the current induced in 
the coil: (a) If the current in the wire increases? (b) If the current in the 
wire decreases? (c) If the current in the wire suddenly changes 
direction? Explicitly show how you follow the steps in the Problem- 
Solving Strategy for Lenz’s Law. 


Exercise: 


Problem: 
Referring to [link], what are the directions of the currents in coils 1, 2, 
and 3 (assume that the coils are lying in the plane of the circuit): (a) 


When the switch is first closed? (b) When the switch has been closed 
for a long time? (c) Just after the switch is opened? 


Solution: 
(a) 1 CCW, 2 CCW, 3 CW 
(b) 1, 2, and 3 no current induced 


(c) 1 CW, 2 CW, 3 CCW 


Exercise: 


Problem: 


Suppose a 50-turn coil lies in the plane of the page in a uniform 
magnetic field that is directed into the page. The coil originally has an 
area of 0.250 m2. It is stretched to have no area in 0.100 s. What is the 
direction and magnitude of the induced emf if the uniform magnetic 
field has a strength of 1.50 T? 


Exercise: 
Problem: 
An emf is induced by rotating a 1000-turn, 20.0 cm diameter coil in 
the Earth’s 5.00 x 10-° T magnetic field. What average emf is 


induced, given the plane of the coil is originally perpendicular to the 
Earth’s field and is rotated to be parallel to the field in 10.0 ms? 


Solution: 


OTS7 V: 


Glossary 


Faraday’s law of induction 
the means of calculating the emf in a coil due to changing magnetic 
flux, given by emf = —N ae 


Lenz’s law 
the minus sign in Faraday’s law, signifying that the emf induced in a 
coil opposes the change in magnetic flux 


14.4 - Motional Emf 


¢ Calculate emf, force, magnetic field, and work due to the motion of an 
object in a magnetic field. 


As we have seen, any change in magnetic flux induces an emf opposing that 
change—a process known as induction. Motion is one of the major causes 
of induction. For example, a magnet moved toward a coil induces an emf, 
and a coil moved toward a magnet produces a similar emf. In this section, 
we concentrate on motion in a magnetic field that is stationary relative to 
the Earth, producing what is loosely called motional emf. 


One situation where motional emf occurs is known as the Hall effect and 
has already been examined. Charges moving in a magnetic field experience 
the magnetic force F' = qvB sin 0, which moves opposite charges in 
opposite directions and produces an emf = Bév. We saw that the Hall 
effect has applications, including measurements of B and v. We will now 
see that the Hall effect is one aspect of the broader phenomenon of 
induction, and we will find that motional emf can be used as a power 
source. 


Consider the situation shown in [link]. A rod is moved at a speed v along a 
pair of conducting rails separated by a distance £ in a uniform magnetic 
field B. The rails are stationary relative to B and are connected to a 
stationary resistor R. The resistor could be anything from a light bulb to a 
voltmeter. Consider the area enclosed by the moving rod, rails, and resistor. 
B is perpendicular to this area, and the area is increasing as the rod moves. 
Thus the magnetic flux enclosed by the rails, rod, and resistor is increasing. 
When flux changes, an emf is induced according to Faraday’s law of 
induction. 


Application 
of Lenz’s 
law 


sae Equivalent circuit 


(b) 


(a) A motional emf = Bev is induced between the 
rails when this rod moves to the right in the 
uniform magnetic field. The magnetic field B is 
into the page, perpendicular to the moving rod and 
rails and, hence, to the area enclosed by them. (b) 
Lenz’s law gives the directions of the induced field 
and current, and the polarity of the induced emf. 
Since the flux is increasing, the induced field is in 
the opposite direction, or out of the page. RHR-2 
gives the current direction shown, and the polarity 
of the rod will drive such a current. RHR-1 also 
indicates the same polarity for the rod. (Note that 


the script E symbol used in the equivalent circuit 
at the bottom of part (b) represents emf.) 


To find the magnitude of emf induced along the moving rod, we use 
Faraday’s law of induction without the sign: 
Equation: 


A@ 
f=N——., 
em At 


Here and below, “emf” implies the magnitude of the emf. In this equation, 
N = 1 and the flux é = BA cos @. We have 0 = 0° and cos 8 = 1, since 

B is perpendicular to A. Now A = A(BA) = BAA, since B is uniform. 
Note that the area swept out by the rod is AA = ¢Az. Entering these 
quantities into the expression for emf yields 

Equation: 


Finally, note that Ax /At = v, the velocity of the rod. Entering this into the 
last expression shows that 
Equation: 


emf = Blu (B, £, and v perpendicular) 


is the motional emf. This is the same expression given for the Hall effect 
previously. 


Note: 
Making Connections: Unification of Forces 


There are many connections between the electric force and the magnetic 
force. The fact that a moving electric field produces a magnetic field and, 
conversely, a moving magnetic field produces an electric field is part of 
why electric and magnetic forces are now considered to be different 
manifestations of the same force. This classic unification of electric and 
magnetic forces into what is called the electromagnetic force is the 
inspiration for contemporary efforts to unify other basic forces. 


To find the direction of the induced field, the direction of the current, and 
the polarity of the induced emf, we apply Lenz’s law as explained in 
Faraday's Law of Induction: Lenz's Law. (See [link](b).) Flux is increasing, 
since the area enclosed is increasing. Thus the induced field must oppose 
the existing one and be out of the page. And so the RHR-2 requires that I be 
counterclockwise, which in turn means the top of the rod is positive as 
shown. 


Motional emf also occurs if the magnetic field moves and the rod (or other 
object) is stationary relative to the Earth (or some observer). We have seen 
an example of this in the situation where a moving magnet induces an emf 
in a Stationary coil. It is the relative motion that is important. What is 
emerging in these observations is a connection between magnetic and 
electric fields. A moving magnetic field produces an electric field through 
its induced emf. We already have seen that a moving electric field produces 
a magnetic field—moving charge implies moving electric field and moving 
charge produces a magnetic field. 


Motional emfs in the Earth’s weak magnetic field are not ordinarily very 
large, or we would notice voltage along metal rods, such as a screwdriver, 
during ordinary motions. For example, a simple calculation of the motional 
emf of a 1 mrod moving at 3.0 m/s perpendicular to the Earth’s field gives 
emf = Blu = (5.0 x 10° T)(1.0 m)(3.0 m/s) = 150 pV. This small 
value is consistent with experience. There is a spectacular exception, 
however. In 1992 and 1996, attempts were made with the space shuttle to 
create large motional emfs. The Tethered Satellite was to be let out on a 20 
km length of wire as shown in [link], to create a5 kV emf by moving at 


orbital speed through the Earth’s field. This emf could be used to convert 
some of the shuttle’s kinetic and potential energy into electrical energy if a 
complete circuit could be made. To complete the circuit, the stationary 
ionosphere was to supply a return path for the current to flow. (The 
ionosphere is the rarefied and partially ionized atmosphere at orbital 
altitudes. It conducts because of the ionization. The ionosphere serves the 
same function as the stationary rails and connecting resistor in [link], 
without which there would not be a complete circuit.) Drag on the current 
in the cable due to the magnetic force F' = IB sin 0 does the work that 
reduces the shuttle’s kinetic and potential energy and allows it to be 
converted to electrical energy. The tests were both unsuccessful. In the first, 
the cable hung up and could only be extended a couple of hundred meters; 
in the second, the cable broke when almost fully extended. [link] indicates 
feasibility in principle. 


Example: 
Calculating the Large Motional Emf of an Object in Orbit 
e® 8,080 ®@ 


Tethered Satellite 


Return 
path®) 
through 

ionosphere 


Motional emf as 
electrical power 
conversion for the 
space shuttle is the 
motivation for the 


Tethered Satellite 
experiment. A 5 kV 
emf was predicted to 
be induced in the 20 
km long tether while 

moving at orbital 
speed in the Earth’s 
magnetic field. The 

circuit is completed by 
a return path through 
the stationary 
ionosphere. 


Calculate the motional emf induced along a 20.0 km long conductor 
moving at an orbital speed of 7.80 km/s perpendicular to the Earth’s 

5.00 x 10-° T magnetic field. 

Strategy 

This is a straightforward application of the expression for motional emf— 
emf = Bev. 


Solution 
Entering the given values into emf = Bev gives 
Equation: 
emf = Bev 
= (5.00 x 10° T)(2.0 x 104 m)(7.80 x 10° m/s) 
= 7.80 x 10° V. 
Discussion 


The value obtained is greater than the 5 kV measured voltage for the 
shuttle experiment, since the actual orbital motion of the tether is not 
perpendicular to the Earth’s field. The 7.80 kV value is the maximum emf 
obtained when @ = 90° and sin 6 = 1. 


Section Summary 


e An emf induced by motion relative to a magnetic field B is called a 
motional emf and is given by 
Equation: 


emf = Blu (B, £, and v perpendicular), 


where £ is the length of the object moving at speed v relative to the 
field. 


Problems & Exercises 


Exercise: 


Problem: 


(a) A jet airplane with a 75.0 m wingspan is flying at 280 m/s. What 
emf is induced between wing tips if the vertical component of the 
Earth’s field is 3.00 x 10~° T? (b) Is an emf of this magnitude likely 
to have any consequences? Explain. 


Solution: 
(a) 0.630 V 


(b) No, this is a very small emf. 
Exercise: 


Problem: 


At what speed must the sliding rod in [link] move to produce an emf of 
1.00 V ina 1.50 T field, given the rod’s length is 30.0 cm? 


Solution: 


2.22 m/s 


Exercise: 


Problem: 


The 12.0 cm long rod in [link] moves at 4.00 m/s. What is the strength 
of the magnetic field if a 95.0 V emf is induced? 


14.5 - Electric Generators 


¢ Calculate the emf induced in a generator. 


¢ Calculate the peak emf which can be induced in a particular generator 
system. 


Electric generators induce an emf by rotating a coil in a magnetic field, as 
briefly discussed in Induced Emf and Magnetic Flux. We will now explore 
generators in more detail. Consider the following example. 


Example: 

Calculating the Emf Induced in a Generator Coil 

The generator coil shown in [Link] is rotated through one-fourth of a 
revolution (from 8 = 0° to 8 = 90° ) in 15.0 ms. The 200-turn circular coil 


has a 5.00 cm radius and is in a uniform 1.25 T magnetic field. What is the 
average emf induced? 


Path of motion—2.-C | Coil rotated by 
AU ~ mechanical means 


When this generator coil 
is rotated through one- 
fourth of a revolution, the 


magnetic flux @ changes 
from its maximum to 
zero, inducing an emf. 


Strategy 

We use Faraday’s law of induction to find the average emf induced over a 
time At: 

Equation: 


A® 

f = —N—. 
em Ai 
We know that V = 200 and At = 15.0 ms, and so we must determine the 
change in flux A@ to find emf. 
Solution 
Since the area of the loop and the magnetic field strength are constant, we 
see that 


Equation: 
Aé = A(BA cos 8) = ABA(cos 6). 
Now, A(cos 8) = —1.0, since it was given that 0 goes from 0° to 90°. 
Thus A® = — AB, and 
Equation: 
AB 
f= N—. 
em mG 


The area of the loop is 

A = mr? = (3.14...)(0.0500 m)? = 7.85 x 107° m?. Entering this value 
gives 

Equation: 


(7.85 x 10-° m?)(1.25 T) 


— 131V. 
15.0x 108s 


emf = 200 


Discussion 


This is a practical average value, similar to the 120 V used in household 
power. 


The emf calculated in [link] is the average over one-fourth of a revolution. 
What is the emf at any given instant? It varies with the angle between the 
magnetic field and a perpendicular to the coil. We can get an expression for 
emf as a function of time by considering the motional emf on a rotating 
rectangular coil of width w and height @ in a uniform magnetic field, as 


illustrated in [link]. 


A generator with a 
single rectangular coil 
rotated at constant 
angular velocity ina 
uniform magnetic field 
produces an emf that 
varies sinusoidally in 
time. Note the 
generator is similar to 
a motor, except the 
shaft is rotated to 
produce a current 
rather than the other 
way around. 


Charges in the wires of the loop experience the magnetic force, because 
they are moving in a magnetic field. Charges in the vertical wires 
experience forces parallel to the wire, causing currents. But those in the top 
and bottom segments feel a force perpendicular to the wire, which does not 
cause a current. We can thus find the induced emf by considering only the 
side wires. Motional emf is given to be emf = Bév, where the velocity v is 
perpendicular to the magnetic field B. Here the velocity is at an angle 0 
with B, so that its component perpendicular to B is v sin 6 (see [link]). 
Thus in this case the emf induced on each side is emf = Bév sin 0, and 
they are in the same direction. The total emf around the loop is then 
Equation: 


emf = 2Bev sin 0. 


This expression is valid, but it does not give emf as a function of time. To 
find the time dependence of emf, we assume the coil rotates at a constant 
angular velocity w. The angle @ is related to angular velocity by 6 = wt, so 
that 

Equation: 


emf = 2Bév sin wt. 


Now, linear velocity v is related to angular velocity w by v = rw. Here 
r = w/2, so that v = (w/2)w, and 
Equation: 


emf = 2Blw sin wt = (€w) Bw sin wt. 


Noting that the area of the loop is A = ¢w, and allowing for N loops, we 
find that 
Equation: 


emf = NABw sin wt 


is the emf induced in a generator coil of N tums and area A rotating at a 
constant angular velocity w in a uniform magnetic field B. This can also be 
expressed as 

Equation: 


emf = emfg sin wt, 


where 
Equation: 


emfy = NABw 


is the maximum (peak) emf. Note that the frequency of the oscillation is 
f = w/2n, and the period is T = 1/f = 2n/w. [link] shows a graph of emf 
as a function of time, and it now seems reasonable that AC voltage is 


The emf of a generator is sent to a 
light bulb with the system of rings and 
brushes shown. The graph gives the 
emf of the generator as a function of 
time. emfy is the peak emf. The 
period is T = 1/f = 2n/w, where f 
is the frequency. Note that the script E 
stands for emf. 


The fact that the peak emf, emfy = NABw, makes good sense. The greater 
the number of coils, the larger their area, and the stronger the field, the 
greater the output voltage. It is interesting that the faster the generator is 
spun (greater w), the greater the emf. This is noticeable on bicycle 
generators—at least the cheaper varieties. One of the authors as a juvenile 
found it amusing to ride his bicycle fast enough to burn out his lights, until 
he had to ride home lightless one dark night. 


[link] shows a scheme by which a generator can be made to produce pulsed 
DC. More elaborate arrangements of multiple coils and split rings can 
produce smoother DC, although electronic rather than mechanical means 
are usually used to make ripple-free DC. 


Split ring 
commutator 


Split rings, called 
commutators, produce 
a pulsed DC emf 
output in this 
configuration. 


Example: 

Calculating the Maximum Emf of a Generator 

Calculate the maximum emf, emf, of the generator that was the subject of 
[link]. 

Strategy 

Once w, the angular velocity, is determined, emfy = NABw can be used to 
find emf. All other quantities are known. 

Solution 

Angular velocity is defined to be the change in angle per unit time: 
Equation: 


_ 40 
At? 


wW 


One-fourth of a revolution is 1/2 radians, and the time is 0.0150 s; thus, 
Equation: 
_ -/2rad 
Ww = 0.01505 
= 104.7 rad/s. 


104.7 rad/s is exactly 1000 rpm. We substitute this value for w and the 
information from the previous example into emfy = NABw, yielding 
Equation: 

emfyp = NABw 
200(7.85 x 10° m?)(1.25 T)(104.7 rad/s). 
206 V 


Discussion 
The maximum emf is greater than the average emf of 131 V found in the 
previous example, as it should be. 


In real life, electric generators look a lot different than the figures in this 
section, but the principles are the same. The source of mechanical energy 
that turns the coil can be falling water (hydropower), steam produced by the 


burning of fossil fuels, or the kinetic energy of wind. [link] shows a 
cutaway view of a steam turbine; steam moves over the blades connected to 
the shaft, which rotates the coil within the generator. 


Steam turbine/generator. The 
steam produced by burning coal 
impacts the turbine blades, 
turning the shaft which is 
connected to the generator. 
(credit: Nabonaco, Wikimedia 
Commons) 


Generators illustrated in this section look very much like the motors 
illustrated previously. This is not coincidental. In fact, a motor becomes a 
generator when its shaft rotates. Certain early automobiles used their starter 
motor as a generator. In Back Emf, we shall further explore the action of a 
motor as a generator. 


Section Summary 


e An electric generator rotates a coil in a magnetic field, inducing an 
emfgiven as a function of time by 
Equation: 


emf = NABw sin wt, 


where A is the area of an N-turn coil rotated at a constant angular 
velocity w in a uniform magnetic field B. 

e The peak emf emf of a generator is 
Equation: 


emfy = NABw. 


Problems & Exercises 


Exercise: 


Problem: 


Calculate the peak voltage of a generator that rotates its 200-turn, 
0.100 m diameter coil at 3600 rpm in a 0.800 T field. 


Solution: 


A74 V 
Exercise: 
Problem: 
What is the peak emf generated by rotating a 1000-turn, 20.0 cm 
diameter coil in the Earth’s 5.00 x 10~° T magnetic field, given the 


plane of the coil is originally perpendicular to the Earth’s field and is 
rotated to be parallel to the field in 10.0 ms? 


Solution: 


0.247 V 


Exercise: 


Problem: 


(a) A bicycle generator rotates at 1875 rad/s, producing an 18.0 V peak 
emf. It has a 1.00 by 3.00 cm rectangular coil in a 0.640 T field. How 
many turns are in the coil? (b) Is this number of turns of wire practical 
for a 1.00 by 3.00 cm coil? 


Solution: 
(a) 50 


(b) yes 
Exercise: 


Problem: 


(a) A car generator turns at 400 rpm when the engine is idling. Its 300- 
turn, 5.00 by 8.00 cm rectangular coil rotates in an adjustable magnetic 
field so that it can produce sufficient voltage even at low rpms. What is 
the field strength needed to produce a 24.0 V peak emf? (b) Discuss 
how this required field strength compares to those available in 
permanent and electromagnets. 


Solution: 
(a) 0.477 T 
(b) This field strength is small enough that it can be obtained using 
either a permanent magnet or an electromagnet. 

Exercise: 
Problem: 
A 75-turn, 10.0 cm diameter coil rotates at an angular velocity of 8.00 
rad/s in a 1.25 T field, starting with the plane of the coil parallel to the 
field. (a) What is the peak emf? (b) At what time is the peak emf first 


reached? (c) At what time is the emf first at its most negative? (d) 
What is the period of the AC voltage output? 


Solution: 

(a) 5.89 V 
(b) At t=0 
(c) 0.393 s 


(d) 0.785 s 


Glossary 


electric generator 
a device for converting mechanical work into electric energy; it 
induces an emf by rotating a coil in a magnetic field 


emf induced in a generator coil 
emf = NABw sin wt, where A is the area of an N-turn coil rotated at 
a constant angular velocity w in a uniform magnetic field B, over a 
period of time t 


peak emf 
emf) = NABw 


